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Background: The prevalence of DDH ranges from 1 pertOOO to 3.4 per 100 live- births. One- and-one-half hip spica cast is the conventional 
technique of immobilization after the open reduction with or without osteotomy. 

Objectives: In this study, we evaluated the preference of bilateral one-half spica cast over the one-and-one-half spica cast. 
Materials and Methods: Eight hips in five patients with developmental dislocation of the hip have undergone open reduction. Salter 
osteotomy, Pemberton osteotomy and femoral shortening were done on two, two and six hips, respectively. Bilateral one-half spica cast 
with trochanteric molding was applied for all of the hips. 

Results: The patients' age ranged from 1.5 to 7 years old. The only complications consisted of two osteonecrosis of the head and one 
superficial infection. No dislocation, graft displacement, nonunion and device failure was occurred. 

Conclusions: Bilateral one-half spica cast is sufficient after the open reduction with or without osteotomy in DDH patients and we can 
substitute the bilateral one-half spica cast above the knee cast for the conventional one and one-half spica cast. 
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1. Background 

Developmental dysplasia of the hip is the common sta- 
tus in the neonates and infants. The word "congenital 
dislocation of the hip" was replaced by "developmental 
dislocation of the hip" to comprise the children who are 
born with a normal hip but dislocates after a while (1). 
The prevalence of DDH ranges from 1 per 1000 to 3.4 per 
100 live- births (2). Higher prevalence was reported after 
screening by both physical and sonographic examina- 
tions (3). In a study on 11868 neonates done by pediatrics, 
Ortholani sign showed the positive result, from mild 
click to apparent dislocation, in one per 50 neonates (4). 
In another study done in Britain, they reported the DDH 
prevalence to be 7.7% if it is screened by sonography, 8.1% 
if only neonates with risk factor undergo screening by 
sonography and 2.1% if only physical examination is used 
for screening (5). In Sweden, the prevalence is reported 
to be 1.7 per 1000 live- births (6). The immediate goal in 
the treatment of a dislocated hip is to obtain concentric 
reduction as soon as practical (4). Open reduction is indi- 



cated if closed reduction is unsuccessful or incomplete (5). 

After the open reduction and capsulorraphy with or 
without osteotomies such as Salter or Pemberton oste- 
otomies, immobilization in a hip spica cast may take at 
least six weeks for capsular healing and bone union (6). 
The conventional spica cast which has been already em- 
phasized in reference books and also is practical in most 
centers, is a one-and-a-half spica cast (1-1/2 spica cast) (7). 

2. Objectives 

In this study, we evaluated the preference of bilateral 
one-half spica cast over one-and-one-half spica cast in 
our patients. To the best of our knowledge, this is the first 
study which introduced bilateral one-half spica cast after 
surgical treatment of DDH. 

3. Materials and Methods 

Eight hips in five patients with developmental disloca- 
tion of the hip have undergone surgery from September 
2011 to October 2012 in Ghaem University Hospital, Mash- 



Implication for health policy/practice/research/medical sciences: 

This research changes the approach of fixing the broken limbs by new method. 

Copyright © 2013, Iranian Red Crescent Medical Journal; Published by Kowsar Corp. This is an open-access article distributed under the terms of the Creative Com- 
mons Attribution License, which permits unrestricted use, distribution, and reproduction in any medium, provided the original work is properly cited. 



MakhmalbafH et al. 



had, Iran. The patients' age ranges from 1.5 and 7 years 
old. None of them had a teratologic dislocation. Three 
patients had bilateral dislocation. None of them experi- 
enced any previous surgery. All of the hips were referred 
with a complete dislocation. The dislocation was diag- 
nosed by plain x-ray. 

3.1. Operative and Post-operative Technique 

All of the hips underwent open reduction with or with- 
out pelvic osteotomy. We used Bikini incision for open re- 
duction and osteotomy. Complete excision of pulvinar in 
the acetabulum is very important for femoral head to be 
sited completely and also safe in the acetabular cavity. We 
tried no manipulation on the labrum and chondero-osse- 
ous border of the acetabulum. Some of the hips needed 
shortening osteotomy; but no derotation or varus cor- 
rection was done during shortening osteotomy and the 
osteotomy site was internally fixed by a 4-hole 3.5 DCP. 
The pelvic osteotomy was either Salter or Pemberton. We 
used pin fixation with two k-wires after Salter osteotomy. 
No fixation was used after Pemberton osteotomy. We ap- 
plied bone graft from either iliac crest or the shortening 
segment of the femur. At the end, tight capsulorraphy 
was done. One of the most important parts was that an 
assistant tried to keep the operated limb in a reduced and 
safe position until spica cast has been applied. This posi- 
tion has approximately 45 degrees of flexion, 30 degrees 
of abduction and 10-15 degrees of internal rotation. We 
applied 1/2-1/2 spica cast. We followed the patients with 
serial radiography after six and 12 weeks, six and nine 
months and one year, incessantly. 

3.2. Spica Cast Application 

At the end of all surgeries, we applied a spica cast. Our 
modification technique of casting was applying a 1/2-1/2 
spica cast instead of the conventional 1-1/2 spica cast. We 
applied the cast on both sides from beneath the nipple 
line to just above the knees. For casting, after applying a 
4-inch webril underneath, we used three plaster splints 
on each side: back to front; from the back of the trunk to 
the medial side of the femur, front to back; from the front 
of the abdomen to the lateral side of the femur making 
a cross with the previous splint and straight from lat- 
eral side of the femur up to the chest wall. Then, we ap- 
plied one layer of a 4-inch plaster cast on the splints and 
completed the casting with a layer of 4-inch scotchcast 
on the top surface. Two most important point's needs to 
be considered during casting are that an expert assistant 
or surgeon must keep the operated limb in the safe and 
reduced position and meanwhile trochanteric molding 
should be done on the operated hip which is the key- 
stone of the casting. We continued the first spica cast for 
six weeks. We changed the cast in the operation room for 
examining the hip and removing the sutures under an- 
esthesia. In unilateral patients, we continued casting for 
another six weeks , then, the abduction brace was used 
. In bilateral patients, we went on the operation of the 



other side after six weeks from the first operation and 
the casting was continued for another six weeks for both 
sides. In the third 6-week period, the cast was applied 
only as a single limb spica (l/2 spica cast) and meanwhile 
abduction brace was applied at nights (Figure 1 A-C). 




Figure 1. Plain X-ray of a 6.5 Year Old Girl Referred With Bilateral DDH. She 
Undergone Open Reduction and Salter Osteotomy Bilaterally. Bilateral 
one-half Spica Cast Was Applied After Both Hips Surgeries 



4. Results 

We operated eight hips in five patients. Three patients 
had bilateral dislocation. Demographic data are listed in 
Table 1. 

1/2-1/2 hip spica cast was applied for all of the eight hips. 
According to the postoperative physical examination 
and radiography, none of the eight hips dislocated in the 
follow- up period. Union has occurred in all of the oste- 
otomy sites in pelvic and femur. Complications are listed 
in Table 2. 



2 



Iran Red Cres Med J. 2013;15(12):et3366 



MakhmalbafH et al. 



Table 1. Data of the eight Hips in 5 Patients That Undergone Open Reduction With or Without Pelvic Osteotomy. 1/2- 1/2 Hip Spica Cast 
was Applied for all of the Eight Hips 

hips Gender Age, y Involved Salter Os- Open Re- Pemberton Shortening Capsulor- ROM Before 









Side 


teotomy 


duct ion 


Osteotomy 


Femoral Oste- 
otomy 
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Operation 
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Male 
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Female 
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Left 
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Female 
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Right 


V 
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Male 
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Left 
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Female 


1.5 


Right 
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Female 


1.5 


Left 
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Female 
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Right 
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Female 
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Left 




V 




-J 




iAb 



Table 2. Complications in our 8 
Reduction and Spica Casting 


Operated Hips After Open 


Complications 


Number of Hips 


Dislocation 


0 


Graft displacement 


0 


Nonunion 


0 


Femoral head osteonecrosis 


2 


Device failure 


0 


Deep infection 


0 


Superficial infection 


1 



5. Discussion 

Bilateral one-half spica cast is sufficient after the open 
reduction with or without osteotomy in DDH patients 
and we can substitute the bilateral above the knee cast 
for the conventional one and one-half spica cast. To the 
best of our knowledge, this is the first study which intro- 
duces the bilateral one-half spica cast after the surgical 
treatment of DDH. One and one-half spica casting has 
been already in practice in many centers and it is empha- 
sized on as a postoperative protocol in reference books (2, 
7). We did not find any difference, with regard to obtained 
results, between short and long leg casts; therefore, the 
advantages of a short cast are obvious. It is lighter and 
it makes the child's carriage simpler. Also, the child can 
sit in different places. The child can move the limb from 
the knee to avoid joint stiffness and also he or she can feel 
free in short cast rather than long cast. Besides, the com- 
plications at the time of cast removal such as heat injury 
would disappear from beneath the knee. The other advan- 
tage is that by movement of knee and the tension applied 
on the hamstring, adductors and quadriceps muscle, the 
head moves and circles inside the acetabulum making it 
deeper by this pressure. 

On the other hand, the technique of casting can contrib- 
ute a lot in the success of casting (2). Trochanteric mold- 
ing is the most important part of casting which keeps the 



femoral head sited deep in the acetabulum during heal- 
ing period unless the head migrates gradually out of the 
acetabulum. Proper surgical technique and peri-casting 
holding of the limb by the assistant are also important 
parameters forsuccess of casting both in the short and 
long leg cast. If we consider every simple point from the 
beginning of the surgery, it is the head which remains in 
the acetabulum, not the cast. So, casting is just for immo- 
bilizing the hip and there is no difference between the 
short and long leg cast. 
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